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appearances, on which occasions he found an agreeable oudet for his natural garrulity in interminable flights of official oratory, and only slightly clouded by his relations with his sister-in-law the Duchess of Kent, a German Princess in whom the consciousness of being the mother of the future Queen frequently overcame a small reserve of tact. He died quietly on June 20th, 1837, with the somewhat cryptic remark, " The Church, the Church ! " Although in some ways one of the least remarkable of our kings, it is to William IV's eternal credit that it was in his reign, and largely due to his merits, that the English Monarchy passed comparatively scathless through a period of great danger which elsewhere proved disastrous. He may not have been a clever man, but he was the only European king who had so far survived the advent of Democracy.
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